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ACTION OC-05 

INFO OCT-01 EA-06 ISO-OO CCO-OO DODE-OO CIAE-00 SP-02 

SSO-OO /014 W 

054399 

O R 050345Z JUN 75 
FM AMEMBASSY VIENTIANE 
TO SECSTATE WASHDC IMMEDIATE 4241 
INFO AMEMBASSY MANILA 

CONFIDENTIAL VIENTIANE 4006 

MANILA FOR RCO 

E.O. 11652: GDS 

TAGS: PINT, PFOR, ACOM, AFSP 

SUB J : ALTERNATE OPERATIONAL COMMUNICATIONS FOR EMBASSY, 

VIENTIANE 

REF: USDAO VIENTIANE MSG TO HQ CINCPAC H1//J-6 04 12102 JUN 75 

(1) REF MESSAGE REQUESTS CINCPAC ASSISTANCE IN PROVIDING ALTERNATE 
COMMUNICATIONS SUPPORT WHICH WOULD CONTINUE TO GIVE VIENTIANE 
MISSION TELETYPE AND VOICE CAPABILITY (2 TELETYPE, 4 VOICE 
CIRCUITS) EQUIPMENT PROPOSED BY USACC-T AND MACTHAI J-6 FOR 

THIS PURPOSE IS MINIMUM REQUIREMENT AND IS LOW PROVILE (ONLY 
SINGLE WHIPLASH ANTENNA REQUIRED). IT WILL REQUIRE ASSIGNMENT 
US CITIZEN TECHNICIANS TO PROVIDE MONITORING/MAINTENANCE DUTIES. 

(2) ALTERNATIVE TO THIS PROPOSAL IS TOTAL RELIANCE ON EMBASSY 
RADIO TELETYPE VIA CLARK FIELD FOR TRANSMISSION ALL COMMUNICATIONS 
TO AND FROM EMBASSY. THIS SYSTEM NOW SERVES AS BACKUP TO 
COMMUNICATION FACILITY ON USAID COMPOUND. DISADVANTAGE HERE IS 
THAT WE EXPERIENCE ONLY ABOUT 21 OUT 24 HOURS SERVICABLE 

TIME BECAUSE OF ATMOSPHERIC CONDITIONS. OUTAGE PERIODS VARY 
THROUGHOUT THE 24 HOURS. POST BELIEVES PARTICULARLY IN 
PRESENT SITUATION THAT 24-HOUR COMMUNICATION CAPABILITY IS 
ABSOLUTELY ESSENTIAL. 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 VIENTI 04006 050407Z 

(3) STRONGLY RECOMMEND THAT WE BE GIVEN AUTHORITY TO PROCEED 
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TO SET UP ALTERNATE COMMUNICATION FACILITY AS PROPOSED REFTEL. 

(4) FOR OC AND RCO MANILA 

INTERNAL EMBASSY TELEPHONE SYSTEM WILL BE HANDLED BY 
INSTALLATION MANUAL SWITCHBOARD AVAILABLE ON LOAN BASIS. 

RCO-T MINATRE WILL PERFORM INSTALLATION. LONGER RANGE NEEDS 
OF MISSION FOR SWITCHBOARD WILL BE SUBJECT OF SEPARATE 
COMMUNICATION AT LATER DATE. 

CHAPMAN 



CONFIDENTIAL 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: COMMUNICATION LINES, RADIO EQUIPMENT 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: greeneet 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975VIENTI04006 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D7501 96-0389 
From: VIENTIANE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750676/aaaacrem.tel 

Line Count: 71 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 75 H1//J-6, 75 04, 75 12102, 75 JUN 75 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 8 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 JUL 2003 by CunninFX>; APPROVED <19 NOV 2003 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ALTERNATE OPERATIONAL COMMUNICATIONS FOR EMBASSY, VIENTIANE 
TAGS: PINT, PFOR, ACOM, AFSP 
To: STATE 
Type: TE 
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